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SUB J : DEFECTS DISCOVERED IN BIB LIS A NUCLEAR POWER 
PLANT 

1 . GERMAN NEWSPAPERS OF AUGUST 4 REPORT DISCOVERY OF 
CRACKS IN SECONDARY CYCLE FEED WATER VESSEL AND OF 
PARTS OF A BROKEN SCREW FROM MAIN COOLANT PUMP WHICH 
WERE CAUGHT ON A SIEVE AT THE INPUT TO REACTOR VESSEL. 

2. BIBLIS A WAS SHUT DOWN ON APRIL 23 FOR ROUTINE 
INSPECTION AND EXCHANGE OF PART OF FUEL ELEMENTS. AP- 
PARENTLY AUTHORITIES DISCOVERED THESE DEFECTS SOME 
TIME AGO BUT DID NOT PUBLICIZE REASONS FOR CONTINUED 
SHUT DOWN. REPORTEDLY GERMAN REACTOR SAFETY COMMISSION 
WAS INFORMED ON IUNE 9 AND STATE LICENSING AUTHORITIES 
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INSPECTIONS OF OTHER NUCLEAR POWER PLANTS. NEWSPAPER 
COMMENT RELATIVELY OBJECTIVE. 

3. REPORTS THAT REPAIRS HAD LED TO OVEREXPOSURE OF 
WORKMEN TO RADIATION WERE DENIED. HIGHEST PERMITTED 
DOSE — 3000 MILLIREM IN THREE WEEKS - WAS RE- 
PORTEDLY NOT EXCEEDED. 

4. EMBASSY CONTACTED FEDERAL MINISTRY OF INTERIOR AND 
REQUESTED COPY OF OFFICIAL INCIDENT REPORT. BMI 
PROMISED TO PROVIDE COPY ASAP. BMI OFFICIAL REPORTED 
THAT CRACKS HAD PENETRATED VESSEL PRODUCING SMALT. 
AMOUNT OF LEAKAGE. CAUSE OF CRACKS NOT YET DETERMINED. 
MAKING ULTRASONIC TESTS. PLEASE NOTE BIBLIS REACTOR 
DESIGN WAS SOLD TO IRAN AND BRAZIL. 

HILT .F.NBR AND 
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